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Message Text 



CONFIDENTIAL 

PAGE 01 BERLIN 00664 171351 Z 
47 

ACTION OC-06 

INFO OCT-01 EUR-06 ADP-00 CCO-00 SY-10 FBO-01 /024 W 

090258 

R 171325 Z APR 73 
FM USMISSION BERLIN 
TO SECSTATE WASHDC 1682 
INFO AMEMBASSY BONN 

CONEIDENTIAL BERLIN 664 

DEPT EOR OC/ PE, BONN FOR RCO 

E. O. 11652: XGDS-2 
TAGS: ACOM 

SUBJECT: SITREP FROM INSTALLATION TEAM 

1. INSTALLATION GOING SMOOTHLY. MOVED OPERATIONS INTO ENCLOSURE 
TODAY BUT STILL OPERATING WITH ENCLOSURE DOOR OPEN. 

2. HAVE NOT RECEIVED CAPS FOR ENCLOSURE PENETRATIONS. ALSO 
REQUIRE 8 EACH 3/4 INCH KO SEALS TO PLUG HOLES IN UGC-13' S. 

3. CSR' S ALARMING DUE TO EXCESSIVE HEAT ( PATCHES NOT SEALED YET) 
BUT WILL NOT TRIGGER ON MIL 188 SIGNALS. TECHNICAL MANUAL 

GB- TMA-1, PAGE 1.2.1 STATE 15 MA AS OPERATING CURRENT ( MIL 

188 1 MA). ANTICIPATING EAILURE AT ONE TIME OR OTHER, INSTALLATION 

WAS MADE TO ALLOW PATCHING AROUND. ADVISE. KLEIN 



CONEIDENTIAL 



*** Current Handling Restrictions *** n/a 
*** Current Classification *** CONFIDENTIAL 
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Message Attributes 



Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channei indicators: n/a 
Current Classification: UNCLASSIFIED 
Concepts: 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 17 APR 1973 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: boyleja 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1973BERLIN00664 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: XGDS-2 

Errors: n/a 

Film Number: n/a 

From: BERLIN 

Handling Restrictions: n/a 

Image Path: 

ISecure: 1 

Legacy Key: Iink1973/newtext/t19730446/aaaairrk.tel 
Line Count: 47 
Locator: TEXT ON-LINE 
Office: ACTION OC 

Original Classification: CONFIDENTIAL 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: 

Previous Classification: CONFIDENTIAL 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: boyleja 
Review Comment: n/a 
Review Content Flags: 

Review Date: 26 JUL 2001 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <26-Jul-2001 by kellerpr>; APPROVED <06-Sep-2001 by boyle]a> 

Review Markings: 

Declassified/Released 
US Department of State 
EO Systematic Review 
30 JUN 2005 



Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 

Status: <DBA CORRECTED> jms 9801 23 
Subject: SITREP FROM INSTALLATION TEAM 
TAGS: ACOM, n/a 
To: BONN 
OC 

SECSTATE WASHDC 
Type: TE 
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